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De seb DB 
Sf Fe. 


SOU: ES, 


16 October: 1958 


SUBJECT: Contract No. HF-652), Billings for 
General Precision Luboratories Technical Services 


TO? Contracting Officer 


Reference yar letter DPS=1679 dated 7 October 1958 which 
forwarded the corrected summary of billings for services provided 
by GPL technical representatives in support of the program. FOIAb3b1 
Please be advised that during the period from 16 March 1957 through 
30 June 1957, Messrs performed FOIAb3a 
services satisfactorily under Contract No, HF-652), 


Lt. Colonel, USAF 
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